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He threw his ball up in the air—
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“Who will be my friends?” he asked.

10





index-4_1.jpg
il

itl— /.
(000772, 4

He liked his room.
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“Who will be my friends?”

asked Freddy.
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“Let’s play ball,” said Freddy.
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“l am your friend,”

said the policeman.
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“Who will be my friends?”

asked Freddy.
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He liked the street.
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They did not roll it back.
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—and caught 1it!
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“Let’s shake on it,” said Freddy.

And they did.
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said the boys.

“We will,”

“We need someone who can throw

and catch like that.”
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—and caught it.
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“l am your friend,”

said the mailman.
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T
—and caught it!
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Freddy moved into a new house.
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He threw his ball up in the air
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“l am your friend,”

said the street cleaner.
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He threw it still higher—
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He went to the playground.
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went right on playing.

The boys
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“I have to walk my beat,”

said the policeman.
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“Who will be my friends?”

asked Freddy.
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“] have to bring the mail,”

said the mailman.
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friends?” he asked.

“Who will be my
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Boys were playing ball.
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He rolled his ball to a little dog.
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He rolled his ball to a cat.
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“I have to clean the street,”

said the street cleaner.
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“I guess I will have to play by myself,”

said Freddy.
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